
2006 

Average price 
€330,696 
Average Rent 
€960' 


2007 

Average price 
€372,114 
Average Rent 
€1,029 


2008 

Average price 
€337,944 
Average Rent 
€997 


2009 

Average price 
€230,829 
Average Rent 
€820 



ZOQG 

Average price 
€434.657 
Average Rent 
€913 


Z007 

Average price 
€451.442 
Average Rent 
€991 


ZOOS 

Average price 
€411,303 
Average Rent 
€985 


Z009 

Average price 
€360.755 
Average Rent 
€835 



2010 2013 ZD1G 

Average price Average price Average price 

€240,307 €172,033 €203,930 

Average Rem, Average Rent Average Rent 

€770 €770 €1,132 


PASSAGE WEST 

AVERAGE 47ft 

HOUSE PRICE I O 


AVERAGE OQC 

RENT PRICE ^ I 


2011 

2014 

Average price 

Average price 

€166,003 

€163.009 

Average Rent 

Average Rent 

€767 

€848 

2012 

2015 

Average price 

Average price 

€161,720 
Average Rent 

€174.161 
Average Rent 

€755 

€982 


Average price 
€221,676 
Average Rent 
€1,194 





2D10 


Average price 
€239.539 
Average Rent 
€770 


Z013 

Average price 
€161.149 
Average Rent 
€783 


201 6 

Average price 
€260,267 
Average Rent 
€1,065 



2018 

CROSSHAVEN 


AVERAGE f9QA 4QO 
HOUSE PRICE I 510 

AVERAGE 94ft 

RENT PRICE ^ I )f f l U 


2011 

Average price 
€250.552 
Average Rent 
€775 


2014 

Average price 
€100.691 
Average Rent 
€306 


Z017 

Average price 
€270.175 
Average Rent 
€1,155 


2012 

Average price 
€205.503 
Average Rent 
€769 


2015 

Average price 
€243.717 
Average Rent 
€925 















